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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 138776 
ORIGIN HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-07 /026 R 

DRAFTED BY DHEW/FDA: JRWEINROTH, MD:VO 
APPROVED BY OES/ENP/EN: BLONG 
DHEW/PHS/OASH/OIH: RFISCHER 
EUR/NE:SWORREL(INFO) 

EUR/NE:CSCHALLER(INFO) 

039828 020329Z/62 

R011921Z JUN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 
AMEMBASSY HELSINKI 

UNCLAS STATE 138776 


E.O. 11652: N/A 


TAGS:OTRA, OCON, TBIO, UK, FI 

SUBJECT: FDA REPRESENTATIVE INTERFACING WITH COUNTERPART 
AND ATTENDING INTERNATIONAL MEETING 


1 . FDA ADVISES THAT MR. MAYS L. SWICORD, CHIEF, ELECTRO- 
MAGNETICS BRANCH, DIVISION OF ELECTRONIC PRODUCTS, 
BUREAU OF RADIOLOGICAL HEALTH WILL BE IN EUROPE JULY 26- 
AUGUST 8, 1978. 

2. MR. SWICORD WILL: (A) VISIT DR. E.H. GRANT AT QUEEN 
ELIZABETH COLLEGE, LONDON JULY 26-30 TO DISCUSS FREQUENCY 
SPECIFIC BEHAVIOR OF BIOLOGICAL ;ATERIALS THROUGH THE USE 
OF DELECTROMETRY. (B) ATTEND XIXTH GENERAL ASSEMBLY 

OF THE INTERNATIONAL UNION OF RADIO SCIENCE IN HELSINKI 
JULY 30-AUGUST 8, 1978, DURING WHICH HE WILL PRESENT A 
SCIENTIFIC PAPER "COLIAN INDUCTION BY EXPOSURE TO 
MILLIMETER WAVE RADIATION". 
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3. ASSISTANCE OF EMBASSIES WILL NOT BE REQUIRED. VANCE 
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